ILMIN3TBR  URBAN  DISTRICT  COUNCIL. 


Ditton  Lea, 

Ilminster , 

1st,  August 


Annual  Report  of  the  Medical  Officer  of Health 

for  the  year  ending  31st;  December  1942. 


Mr  Chairman  and  Gentlemen, 


I have  the  honour  to  present  my  Annual  Report  i or  the 

year  ending  31st.  December  1942.  ^ „ 

tri  this  the-  third  year  of  the  war,  every  one  . capable  of 
nViv  Mnd  of  work  was  in  employment  and  the  health  of  the  district  on 

^^Lirful41tehLUfkSaititp^,aytimo(  nor  did  the  outhrsa. 


last  so  long, 

■ ■ Male . 

Total  25 

All  legitimate. 

Still  Births-  Nil.  • 

Deaths  of  Infants  under  1 year. 

Total  1 (under  ••  1-  week) 

Total  Deaths  15 

Causes  of  Death,- 


Births . 

Female . 

20 


Deaths. 


10 


Cancer  4 

Heart  Disease  2 

Intercranial  Vascular  Lesions  3 

Other  Circulatory  diseases  1 

Bronchitis  1 

Ulcer  of  Stomach  ~ 1 

Cther  Digestive  disease 
Premature  Birth  1 

Road  Traffic  . . 1 

Other  Violent  causes 
All  other  causes  1 

Total  15 


1 

2 

2 


1 


_4 

10 


Notifiable  Infectious  Disease. 


These  were  few  in  number  and  relatively  important  in  character. 

There  were  no  deaths  from  infectious  disease.  The  number  of  c^sen 

were  as  follows:-  ....  „ . _ n 

Disease  Total  No.  of  cases  notified.  Cases  admitted  rota- 
te Isolation  Deaths 

Hospital 


Scarlet  Fever  1 

Wh o op ing  C ou  gh  1 

Erysipelas  2 

Measles  1 

Pneumonia  6 

Tuberculosis 

Total  No.  of  cases  notified 
Respiratory  1 


Non  Re sp ir  at  or y 


Total  Deaths 


Water  Sup pi log. 


A duplicate  booster  pump  has  been  installed  to  increase  the 
supply  which  has  been  liable  to  bo  short  in  summer  owing  to  the - 
recent  dry  season  and  increased  consumption. 

Sewage  Disposal. 


The  Council  are  negotiating  to  acquire  additional  land  for 
sow a ae  treatment  by  broad  irragation,  It  as  coped  thus  to  increase 
the  land  for  this  purpose  to  acres r Before  tno  War  it  was  rca.L.i.:' 

hat  additional  facilities  for  sewage  disposal  were  required  and  seep 
were  about  to  be  taken  in  this  direction  when  War  broke  out  and 
matters  wore  unavoidably  suspended.  Arrangements  have  also  boon 


to  flush  a Mill  Stream  from 
contaminated  from  the 


Sewage 


the  river 
Lands , 


1 Iq  wh.lon 


iiy  S 


OoS 


Housing. 


Some  overcrowding  now  exists  in  tho  area  which  is  at  present 
imnosible  to  abate  for  tho  period  of  hostilities.  As  far  &s  possie^c 
t.ho  Sanitary  Authority  and  Billeting  Officers  try  to  prevent  this 
condition  of  affairs  becoming  excessive. 


I remain  Mr.  Chairman  and  Gentlemen, 

Yours  faithfully, 

C.C. Court  M.B,  Ch.B,  D.P.H. 

Medical  Officer  of  Hoalth 
Ilminster  Urban  District. 


